320     NONDOCKETED ITEMS

9203250258 Discusses memo for Commissioners which lists various types of land dis-
posal facilities & contains relevent definitions in 10CFR61.Subj memo prepared in re-
sponse to SRM 92-058.

LOHAUS.P.H.   Low-Level  Waste  Management  Branch  (Post 901230).  92/03/20.
MILLER.V.L. Office of State Programs (Post 911117). 2pp. 61106:358-61106:359.

9203260011 Comment supporting proposed rule 10CFR51 re environ review for renewal
of OL.

SCHMIDT.L New Jersey, State of. 56FR47016 00096. 92/03/16. Docketing & Serv-
ices Branch. 7pp. 61083:021-61083:027.

9203260042 NPDES noncompliance notification:on 920307,rainfall event exceeding 1.25
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/
low pH value.Values returned to within normal range on 920309.
ATHERTON.N.G.   Duke   Power   Co.   92/03/19.   North   Carolina,   State   of.   2pp.
61128:029-61128:030.

9203260142 Advises that NV feels lifting of Site Characterization Analysis Objection 2 re
Ofc of Civilian Radwaste Mgts lack of acceptable QA program premature.
LOUX.R.R. Nevada, State of. HLWR. 92/03/04. BERNERO.R.M. Office of Nuclear
Material Safety & Safeguards. 2pp. 61224:198-61224:199.

9203260192 NPDES noncompliance notification:on 920304,sanitary treatment sys sand
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc-
ess of evaluating some form of shading to control algae growth.
ATHERTON.N.G. Duke Power Co. 92/03/17. GLEASON.R. North Carolina, State of.
5pp. 61129:229-61129:233.

9203270101 Informs that NRC approved proposal to enter into agreement to discontin-
ue & State of Maine will assume certain Commission regulatory authority over
byproductsource & SNM on 920401.

SELIN.I. Commissioners (Post 750119). 92/03/16. MCKERNAN,J.R. Maine, State of.
5pp. 61109:332-61109:336.

9203270141 Ack receipt of author & Hokel 920106 responses to NRC findings of 1991
followup   review   of   State   of   IA   radiation   control   program   for   agreement
matls.Apologizes for erroneous statement made in NRC Itr re fee structure.
KAMMERER.C. Office of State Programs (Post 911117). 92/03/25. ATCHISON.C.G.
Iowa, State of. 1 p.

9203270169 Suppl to 920305 NPDES noncompliance notification re discharge of oil
contaminated water at laydown yard.Approx 135 cubic ft of soil & gravel removed
from discharge area & placed into drums.No lab data collected for discharge.
THOMSON.F.X. Public Service Electric & Gas Co. of New Jersey. NLR-92085. 92/03/
19. JENNUS.D.C. New Jersey, State of. 4pp. 61166:081-61166:084.

9203270187 Forwards final MOU for State of OH standardized format for emergency
response data sys,for signature.

TAYLOR, J.M.    Ofc    of    the    Executive    Director   for    Operations.    92/03/03.
ALEXANDER.R.C. Ohio, State of. 10pp. 61108:240-61108:250.

9203300067 Comment supporting proposed rules re compatibility of agreement states
w/NRC regulatory programs.Requests 60 days extension.

MALONEY.C.B. New York, State of. 56FR66457 00101. 92/03/18. SELIN.I. Commis-
sioners (Post 750119). 7pp. 61110:292-61110:298.

9203300087 Comment opposing proposed rules re compatibility of agreement states w/
NRC regulatory programs.

BUDIN.E. Affiliation Not Assigned. 56FR66457 00102. 92/03/18. BUDIN.E. NRC - No
Detailed Affiliation Given. 1 p. 61110:348-61110:348.

9203300112 Comments on proposed rules re compatibility of agreement states w/NRC
regulatory programs.Exemption mechanism should be developed & made available to
agreement states.

FREY.S.R. ICN Biornedicals, Inc. (formerly KOR, Inc.). 56FR66457 00100. 92/03/12.
CHILK.S.J. Office of the Secretary of the Commission. 3pp. 61111:057-61111:059.

9203300176 Forwards Issuance of Corrective Action Requests YM-92-025 & YM-92-026
resulting from Yucca Mountain QA Div Audit YMP-92-11 of Raytheon Svcs NV.
SPENCE.R.E. Energy, Dept. of. HLWR. 92/03/20. BULLOCK.R.L Nevada, State of.
9pp. 61225:009-61225:017.

9203300185 Comment opposing proposed rules re compatibility of agreement states w/
NRC regulatory programs.

BARNES.K.A Affiliation Not Assigned. 56FR66457 00099. 92/03/08. NRC - No De-
tailed Affiliation Given. 1 p. 61111:151 -61111:152.

-9203300194 Forwards correspondence of K Barnes.PB Novak a KJ Novak constituting
response to Commission request for public comments on agreement state compatibil-
ity issues.

INGRAM.F. Office of Public Affairs (Post 911117). 92/03/24. JULIAN.E. Docketing &
Services Branch. 1p, 61111:152-61111:152.

9203300202 Informs that listed open habitation sites appear to be most promising for
portion of research project to assess long- term weathering rates of sandstones in-
volving quantitative assessment of rock durability.per 920317 conversation.
JOHNSON.T.L.  Uranium Recovery Branch (Post 901230). 92/03/25. DABNEY.W.
Utah, State of. 2pp. 61172:358-61172:359.

9203300277 Advises that State of IL program for regulating Agreement State matls ade-
quate to protect public health & safety & compatable w/NRC regulatory program,per
920121 discussions. Application of guidelines re radiation control program end.
KAMMERER.C. Office of State Programs (Post 911117). 92/03/26. ORTCIGER.T.W.
Illinois, State of. 11 pp. 61174:033-61174:043.

9203310131 NPDES noncompliance notification:on 920227,discharge of two gallons of
Number 2 fuef oil from gas turbine to ground occurred.Personnel applied absorbent to
affected area to collect matl. Remediation plan being developed.
VONDRA,C.A. Public Service Electric & Gas Co. of New Jersey. NLR-E92080. 92/03/
24. 10pp. 61205:182-61205:191.

9203310255 NPDES noncompliance notification:on 920206,rain water pumped from eie-
trical manhole into storm water runoff drain due to inadequate procedural
guidance.Blue drains to be labelled, indicating use for storm water runoff only by
920801.

DOERING.J. Philadelphia Electric Co. 92/03/25. BAUER.R. Pennsylvania, Common-
wealth of. 3pp. 61216:356-61216:358.

TOPREP VEHDOR REPORTS AMD RELATED CORRESPONDENCE

9102280117 Application for amend to Licenses NPF-2 & NPF-8,revising Tech Specs re
alternate plugging criteriaNonproprietary WCAP-l2872,Rev 2 & proprietary WCAP-
12871,Rev 2, "JM Farley ...Plugging Criteria..." encl.WCAP-12871,Rev 2 withheld.
HAIRSTON.W.G. Alabama Power Co. 91/02/26. Document Control Branch (Docu-
ment Control Desk). 3pp. 61072:001-61073:092.

9203020018 Forwards proprietary GE-NE-187-37-0991, "Shroud Support Access Hole
Cover SER for Dresden & Quad-Cities." SER withheld.

SCHRAGE.J.L Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313.

9203020195 Forwards Rev 1 to WCAP-13170, "Safety Assessment for Indian Point Unit
3 Fuel Assemblies W/ZIRLO Clad Fuel Rods."

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
IPN-92-012. 92/02/26. Document Control Branch (Document Control Desk). 3pp.
60791:196-60791:287.

9203020205 Notification of 920225 meeting w/Westinghouse in Rockyille.MD re Wes-
tinghouse response to staff issues & concerns regarding need for high-pressure.full-
height integral test facility.

HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/02/24.
MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 3pp.
60755:142-60755:144.

9203020213 Summary of 920212 meeting w/util in Rockville.MD re distribution of Wes-
tinghouse proprietary info in support of NRC confirmatory test facility.
HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/02/26.
Standardization Project Directorate (Post 901216). 5pp. 60755:227-60755:231.

9203030006 Informs that licensee 920214 submittal documenting previously described
informal submittals re TR CPC-2A rev 12 acceptable.per 10CFR50 App B.
MILLER.H.J. Region 3 (Post 820201). 92/02/27. HOFFMAN.D.P. Consumers Power
Co. 2pp. 60753:034-60753:035.

9203030133 Forwards Rev 1 to TR-084, "Oyster Creek Cycle 13R Outage IGSCC Ac-
tivities" & GE Design Rept GE-NE-523-41-0691, "Full Structural Weld Overlay Design
for Oyster Creek Shutdown Cooling & Core Spray Sys," in ref to IGSCC insps & re-
pairs.

DEVINE.J.C. General Public Utilities Corp. - GPU Service Corp. C321-91-2002. 92/02/
26. Document Control Branch (Document Control Desk). 3pp. 60802:026-60802:086.

-9203030150 GE-NE-523-41-0691 "Full Structural Weld Overlay Design for Oyster
Creek Shutdown Cooling & Core Spray Sys."

BRANLUND.B.J., MEHTA.H.S., RANGANATH.S. General Electric Co. 91 /06/30. 44pp.
60802:043-60802:086.

9203030235 Forwards draft Rev 0 to "Advanced BWR SSAR Main Steam, Feedwater &
SRVDL Piping Sys Design Criteria & Analysis Methods" & draft Rev 0 to "Advanced
BWR Feedwater Loop A Piping & Equipment Loads," per GE/NRC 911209-10 meet-

MARRIOTT.P.W. General Electric Co. MFN 043-92. 92/02/24. PIERSON.R.C. Office
of Nuclear Reactor Regulation, Director (Post 870411). 1p. 60782:304-60783:029.

-9203030246 Draft Rev 0 to "Advanced BWR SSAR Main Steam.Feedwater & SRVDL
Piping Sys Design Criteria & Analysis Methods."

HERZOG.M., PATEL.R.D. General Electric Co. 92/02/29. 34pp. 60782:305-
60782:338.

-9203030253 Draft Rev 0 to "Advanced BWR Feedwater Loop A Piping & Equipment
Loads."

HERZOG.M., PATEL.R.D. General Electric Co. 92/02/29. 52pp. 60782:339-
60783:029.

9203030293  Forwards proprietary responses to NRC request for addl info related to
AP600    containment    analysis. Responses    withheld    (ref    10CFR9.17(a)(4)    &
10CFR2.790(b)(1)).

TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-92-3665. 92/02/24.
HASSELBERG.F. Document Control Branch (Document Control Desk). 2pp.
60854:336-60854:347.

-9203030299 Advises that responses to NRC request for addl info related to AP600
containment analysis proprietary info & should be withheld from public disclosure per
10CFR2.790.

DIPIAZZA.R.P. Westinghouse Electric Corp. AW-92-275. 92/02/24. HASSELBERG.F.
Document Control Branch (Document Control Desk). 10pp. 60854:338-60854:347.

9203030294  Requests that JR McBride at listed address be removed from distribution
list for NRC info notices.

JONES.W.G. Bechtel Corp. 92/02/26. Office of Nuclear Reactor Regulation, Director
(Post 870411). 1 p. 60801:300-60801:300.

9203030405 Requests withholding of info in EPRI rept NP-6560-L, "Human Reliability
Analysis Approach Using Measurements for Individual Plant Exam," per 10CFR2.790.
AULUCK.R. Project Directorate II-2. 92/02/26. MACCOUN,J,W. Electric Power Re-
search Institute. 3pp. 60774:314-60774:316.

9203030415 Forwards Rev 000 to MCEI-0400-20, "McGuire Unit 2,Cvcle 8 Core Operat-
ing Limits Rept"

CANADY.K.S. Duke Power Co. 92/02/21. Document Control Branch (Document Con-
trol Desk). 3pp. 60811:252-60812:194.

-9203030418 MCEI-0400-20 ROOD Rev 000 to MCEI-0400-20, "McGuire Unit 2,Cycle 8
Core Operating Limits Rept"
BENNETT.J.D. Duke Power Co. 92/02/29. 303pp. 60811:254-60812:194.

9203030423 Forwards nonproprietary WCAP-13217 & proprietary WCAP-13210, "Eval-
uation of Thermal Stratification for Comanche Peak,Unit 2,Pressurizer Surge Line," in
accordance w/NRC Bulletin 88-011 .Proprietary rept withheld (ref 10CFR2.790).
CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). IEB-88-011. 92/02/24. Docu-
ment Control Branch (Document Control Desk). 3pp. 60856:303-60857:147,Docketing &
